

OTHER POPULAR MODELS 


ONLY DOCKSON GIVES YOU ALL 
THESE WORTHWHILE FEATURES 

idvy duty solid forged brass bodies, 
jnimum moving parts. 

If-aligning, easily replaceable seats, 
ensitive, sturdy metal diaphragm works with not 
lainst pressure, 
jiatter-proof gages, 
spendable safety valves. 

; ull year guarantee. Workmanship and materials. 



Hi-Pressure 
CO, 


Dockson Regulators are “Honestly Built” for Better Service. 
Over thirty years of experience has gone into their design 
and manufacture. Only the best of materials and workman¬ 
ship are tolerated. Every effort has been made to produce a 
product that will give you better service, over a longer period, 
at prices comparable to ordinary products on the market. 


Heavy Duty Regulator 


MODEL 

44CD 


There's a Dockson Regulator to suit your job. Write for our complete 
catalog. 


Quality At Low Cost 









